A TRADITION IN CAMAG..... 


Francis Holmes has been serving food to local people longer 
than any other restaurant or cafe Owner, at N.E. 4th and NE. 
Dallas in the Camas Mall. He came to the 5 and 10 Grille 23 
years ago, and operated it for 10 years, before moving across the 
street to Ideal Corner 13 years ago, for a total of 23 years in 
downtown Camas. 

Before that he had cooked for the Maritime Service,. and 
operated a restaurant and hotel for 6 years in Cascade Locks. He 
always has one aim: GOOD QUALITY FOOD 


THE IDEAL 
CORNER 


437 W.E. 4th Avenue, Camas, Wa. 
(Thanks to you all for 


your patronage... 
FRANCIS HOLMES and CREW) 


